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THE TEMPERATURE-ENTROPY DIAGRAM.
phere in gas-engine work. The minimum available pressure in actual work would likewise be that of the atmosphere.
FIG. 42.
The work developed during isentropic expansion to atmospheric pressure would be
and
And since PAVA^PBVB, pa=pb and PA>PB it follows that WBb<WAa by the amount
-l   \p

Therefore